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21 July 1959 

M&fOfUUGSK FOR: Deputy Direetap/latelllgenee 

SUBJECT; MIS Production Situation ia State 

REFERENCE: tty Etmorandua (with enclosure) , 

tame subject, dated % June 1959 


1. In the reference memorandum, State's diversion of HIS staffs 
to departmental work ia Ft 1959 was estimated at 56,000 man-hours. Final 
reports show we underestimated the diversion by some 3,300 man-hours because 
we expected June's diversion to be at or below the May level. 15» oonth- 
by-aonth record for Ti 1959 follows: 


July 1958 

8,218 man-hours 

August 

*,**6 

September 

3,^85 

October 

5,0*1 

November 

5,185 

December 

5,081 

January 1959 

5,553 

February 

*,*91 

Mareh 

*,293 

April 

*,053 

May 

3,665 

June 

6,226 


Total, F t 1959 59*937 aan-hours 

2. This diversion of approximately 3Q man-years amounts to &}> of the 
staffing provided State for SIS production. It is interesting to note that 
this is the exact percentage of State's shortfall in its Ft 1959 production 
carnal toaents. 
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Assistant Director 
Basic Intelligence 


Distribution: 

Orig & 1 - Addressee 
1 - HH 

1 - NH chrono 
1 - SA chrono 
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